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Aminoglycosides; dosage; in renal failure pa- 
tients, 36 
Amphotericin B; dosage; in renal failure pa- 
tients, 36 
Ampicillin; injections; stability, effects, hy- 
drogen ion concentration, 745 
Analgesics and antipyretics; prescribing; 
dosage, and choice, 780 
Analysis 
methadone; liquids, 1193 
prostaglandin; derivatives, discussion, 355 
theophylline; elixirs, UV spectrometry fol- 
lowing chromatographic separation, 183 
Antibiotics 
cefazolin; stability, solutions, i.v., analysis, 
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cephalosporin; derivatives, resistance, deter- 
mination, computerized system, in hospital, 
262 
dosage; and pharmacokinetics, in renal fail- 
ure patients, 137 
dosage; in renal failure patients, 36 
injections; intravenous, additives, retrograde 
technique, in patients, 740 
’ prescriptions; patients, compliance, pharma- 
cist education, 479 
Anticoagulants 
patient information; profile, system, monitor- 
ing patients with prosthetic heart valves, 
258 
warfarin; sodium succinate, sorption, con- 
tainers, plastic i.v., 72 
Anticonvulsants; therapy; review, 1170 
Antidepressants 
anxiety; rational therapy, in patients, 1077 
nortriptyline; dosage schedules, methodology, 
pharmacokinetics, 59 
Antidiabetic agents; therapy; lack, aspects, 
secondary failure, recognition and manage- 
ment, 1212 
Antihistamines; anxiety; rational therapy, in 
patients, 1077 
Anti-infective agents 
dosage; in renal failure patients, 137 
resistance; hospitals, monitoring, computer- 
ized systems, 262 
Antineoplastic agents 
cyclophosphamide; pigmentation, hands and 
feet, in patient, 1074 
drug information; pharmacists, role, in cancer 
research hospital, 372 
Antituberculars; dosage; and pharmacokinet- 
ics, in renal failure patients, 137 
ASHP, see American Society of Hospital 
Pharmacists 
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619, 712, 804, 911, 1024, 1151 
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Arizona Society of Hospital Pharmacists, 427, 
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Arkansas Association of Hospital Pharma- 
cists, 1024 
California Society of Hospital Pharmacists, 
712 
Colorado Society of Hospital Pharmacists, 9, 
208, 314, 427, 619, 712, 804 
Connecticut Society of Hospital Pharmacists, 
9, 108, 314, 427, 525, 619, 1151 
District of Columbia Society of Hospital 
Pharmacists, 1024 
Florida Society of Hospital Pharmacists, 9, 
314, 712, 804, 1151 
Georgia Society of Hospital Pharmacists, 9, 
208, 525 
Idaho Society of Hospital Pharmacists, 427 
Illinois Council of Hospital Pharmacists, 108, 
1024 
Indiana Society of Hospital Pharmacists, 108 
Iowa Society of Hospital Pharmacists, 314, 
525 
Kentucky Society of Hospital Pharmacists, 9, 
108, 911 
Louisiana Society of Hospital Pharmacists, 
427, 712 
Maryland Society of Hospital Pharmacists, 9, 
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Massachusetts Society of Hospital Pharma- 
cists, 208, 525, 619, 1024, 1151 

Central Minnesota Society of Hospital Phar- 
macists, 9, 108, 208, 427, 619, 1151 

Nebraska Society of Hospital Pharmacists, 9, 
314 

New Jersey Society of Hospital Pharmacists, 
208, 427, 525, 619, 1151 

New York State Council of Hospital Pharma- 
cists, 208, 314, 804, 1151 

North Carolina Society of Hospital Pharma- 
cists, 9, 108, 314, 427, 525, 619, 804, 1152 

Oregon Society of Hospital Pharmacists, 9, 
108, 427, 619 

Pennsylvania Society of Hospital Pharma- 
cists, 108, 427, 712, 1152 

Rhode Island Society of Hospital Pharma- 
cists, 314, 1152 

South Carolina Society of Hospital Pharma- 
cists, 619 

Tennessee Society of Hospital Pharmacists, 
804, 1024, 1152 

Texas Society of Hospital Pharmacists, 9, 525 

Utah Society of Hospital Pharmacists, 427, 
619 


‘Vermont Society of Hospital Pharmacists, 


108, 525 

Virginia Society of Hospital Pharmacists, 619 

Washington State Society of Hospital Phar- 
macists, 525, 1024, 1152 

Wisconsin Society of Hospital Pharmacists, 9, 
314, 525, 712, 1152 

Automation; cards; magnetic, typewriter sys- 
tem, control, expiration dates, emergency kit 
drugs, 375 
Automation, data processing, computers 

anti-infective agents; resistance, monitoring, 
in hospital, 262 

dosage schedules; determination, in patients 
with normal and impaired renal function, 67 

drug distribution systems; unit dose, cost, 
comparison, adult and pediatric patients, 
578 

hospital pharmacy; effects, on manpower, 
175; systems, development, discussion, 281 

hyperalimentation; injections, pediatrics, 752 

procainamide; dosage schedules, determina- 
tion, blood level vs. time profiles in patients, 
53 

theophylline; dosage schedules, determina- 
tion, blood level vs. time profiles, in pa- 
tients, 53 

utilization review; drugs, in hospital pharma- 
cy, 508 


Bacitracin; pharmacokinetics; and dosage, in 
renal failure patients, 137 

Barbiturates; anxiety; rational therapy, in 
patients, 1077 

Benzodiazepines; anxiety; rational therapy, 
in patients, 1077 

Blood levels 


digitalis; glycosides, dosage schedules, in pa- 


tients, 855 

procainamide; dosage schedules, effects, com- 
puter determination, 53 

theophylline; dosage schedules, effects, com- 
puter determination, 53 
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Annual Review of Pharmacology, 179 

Antimicrobial Agents in Medicine, 1007 

British Pharmaceutical Codex 1973, 91 

Compendium of Pharmaceuticals and 
Specialties, Ninth Edition, 1085 

Current Therapy—1974, 1087 

Drugs in Current Use and New Drugs—1974, 
697 

Drugs of Choice 1974-1975, 390 

Handbook of Clinical Drug Data, Third Edi- 
tion, 179 


Handbook of Poisonings: Diagnosis and 
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Treatment, Eighth Edition, 786 
Hospital Pharmacy, Third Edition, 1007 
Patient Dosage Instructions—A Guide for 
Pharmacists, 286 
Planning for Hospital Pharmacies, 787 
Principles of Drug Action: The Basis of Phar- 
macology, Second Edition, 1007 
Psychotropic Drugs: A Manual for Emergen- 
cy Management of Overdose, 1008 
Radiopharmaceuticals and Labelled Com- 
pounds, 1011 
Review of Medical Pharmacology, Fourth 
Edition, 1087 
Books Received, 92, 286, 499, 698, 897, 1088, 
1221 
Buffers; cephalothin; solutions, lack, effects, 
on incidence of phlebitis, in patients, 266 
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Calcium glucoheptonate; incompatibilities; 
amino acids, formation of calcium-phosphate 
precipitate, 244 


-Caloric agents 


amino acids; incompatibilities, electrolytes, 
formation of calcium-phosphate precipitate, 
244 


dosage; pediatrics, computer-assisted, hyper- 
alimentation solutions, 752 
hyperalimentation; injections, commercial 
formulations, physio-chemical consider- 
ations in selection, 236; therapy, survey, pa- 
tients, complications and prescribing, 228 

Carbenicillin 

contamination; particles, comparison of spray 
dried and lyophilized, photomicrographic 
technique, 1189 

resistance; determination, computerized sys- 
tem, in hospital, 262 

Cardiac drugs 

patient information; programs, coronary drug 
information, provided by pharmacists, 569 
lidocaine; sorption, containers, plastic i.v., 72 
prescriptions; outpatients, prescribing and 
refilling by pharmacist, 254 

procainamide; dosage schedules, computers, 
determination, blood level vs. time profiles, 
in patients, 53; dosage schedules, comput- 
ers, determination, in patients with normal 
and impaired renal function, 67; rational 
therapy, arrhythmias, in patients, 889 

Cefazolin; stability; solutions, i.v., analysis, 
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Cephalosporin 

derivatives; dosage, in renal failure patients, 
36; resistance, determination, computerized 
system, in hospital, 262 


Cephalothin; adverse reactions; phlebitis, 
lack, effects, buffered solutions, in patients, 
266 


Chloramphenicol; pharmacokinetics; and 
dosage, in renal failure patients, 137 
Chloroquine; pharmacokinetics; and dosage, 
in renal failure patients, 137 
Chlorothiazide; additives; injections, mixing, 
in glass and PVC containers, 736 
Chlorpromazine; dosage schedules; method- 
ology, pharmacokinetics, 59 
Chromatography, column; theophylline; elix- 
irs, and UV spectrometry, 183. 
Clindamycin; pharmacokinetics; and dosage, 
in renal failure patients, 137 
Clinical Forum, 385, 494, 880, 1074, 1212 
Clinical pharmacists 
education; selection, and evaluation, 448 
outpatients; health care, managemeut, role in 
prescribing, 254 
Clinical pharmacy 
patient information; monitoring, based on 
drug information, 562 
patients; monitoring, prognostic criteria for 
selection, 667 
residencies; evaluation, 938 
services; costs, comparison, 3 hospitals, 947 
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Closures 

containers; prescriptions, moisture penetra- 
tion, 600 

safety; tests, moisture penetration, prescrip- 
tion containers, 600 

Cobalt; hyperalimentation; injections, use, 
759 


Collective bargaining; pharmacists, hospital; 
attitudes, survey, 456 

Colorimetry; methyl salicylate; 
1001 

Compatibility Digest, 775, 1076 

Computer Concepts, 175, 281, 508 

Consumers; health care; quality, assurance, 
viewpoint, 664 

Containers 

plastics; injections, incompatibilities, leach- 
ing of plasticizers determined by UV spec- 
trometry, 149 

prescriptions; tests, moisture penetration, 600 
injections; additives, mixing, comparison, 
glass and polyvinyl chloride, 736; intrave- 
nous, contamination, microbiological, com- 
parison, glass bottle and plastic bag sys- 
tems, 726; plastics sorption, drugs, study, 72 

Contamination 

carbenicillin; particles, comparison of spray 
dried and lyophilized, photomicrographic 
technique, 1189 

ethylene oxide; sterilization, hemolytic effects 
of residues, 684 

microbiological; injections, additives, surveil - 
lance program in hospital, 340; injections, 
i.v., comparison, commercial and hospital 
prepared products, 733; injections, i.v., com- 
parison, glass bottle and plastic bag sys- 
tems, 726; intravenous, comparison, mini- 
bag, minibottle and inline burette, 961 

Contraceptives, oral; prescriptions; outpa- 
tients, prescribing and refilling by pharma- 
cist, 254 

Control 

contamination; injections, additives, surveil- 
lance program in hospital, 340; injections, 
i.v., monitoring, 733 

drugs, investigational; pharmacists, role, in 
research hospital, 368 

expiration dates; emergency kits, use of mag- 
netic card typewriter system, 375 

Control of Poisonings, 986 

Control, quality 

hyperalimentation; survey, quality care, in 
patients, 228 

injections; pyrogen, in vitro limulus tests, 688 

Copper; hyperalimentation; injections, use, 
759 

Corticosteroids, see Steroids, cortico- 

Costs 

clinical pharmacy; services, comparison, 3 
hospitals, 947 

drugs; computers, system, in hospital phar- 
macy, 281; hospital pharmacy, effects of 
computers, 175; inpatients, per day, meth- 
odology, 1179; patients, chronic, 1048 

hospital pharmacy; charges, per diem system, 
development, 476 

injections; intravenous, comparison, minibag, 
minibottle and inline burette, 961 

packaging; drugs, program, model, 954 

patient information; profile, decrease dupli- 
cate labeling system, discussion, 79 
prescriptions; hospital pharmacy, and pre- 
scription charges, survey, 870 

Current Literature, 91, 179, 286, 390, 449, 
606, 697, 786, 895, 1006, 1085, 1220 

Cyclophosphamide; adverse reactions; pig- 
mentation, hands and feet, in patient, 1074 


liniments, 


Dapsone; pharmacokinetics; and dosage, in 
renal failure patients, 137 

Desorption; ethylene oxide; plastics, and rub- 
ber, residue levels, and toxicity tests, in ani- 
mals, 558 


1242 


Devices; sterilization; ethylene oxide, hemo- 
lytic effects of residues, 684 
Dextrose; effects; sorption, plastic i.v. fluid 
bags, drugs, study, 72 
Di-2-ethylhexyl phthalate; 
leaching, from i.v. containers, 149 
Diabetes; therapy; drugs, lack, aspects, sec- 
ondary failure, recognition and management, 
1212 
Dialysis; hemo-; therapy, ethchlorvynol over- 
dosage, in patient, 986 
; dosage schedules; methodology 
pharmacokinetics, 59 
Digitalis; glycosides; dosage schedules, re- 
duced toxicity, in patients, 855 
Digitoxin; dosage schedules; toxicity, reduc- 
tion, in patients, 855 
Digoxin; dosage schedules; toxicity, reduc- 
tion, in patients, 855 
Diluents; effects; sorption, plastic i.v. fluid 
bags, drugs, study, 72 
Diphenylhydantoi additives; injections, 
mixing, in glass and PVC containers, 736 
Diseases; chronic; patients, health care, prob- 
lems, 1048 
Disinfectants; 1,5 pentanedial; solutions, po- 
tentiated acid; use; discussion, 546 
Dosage 
aminoglycosides; in renal failure patients, 36 
amphotericin B; in renal failure patients, 36 
analgesics and antipyretics; prescribing, and 
choice, 780 
antibiotics; in renal failure patients, 36 
anti-infective agents; in renal failure patients, 
137 
cephalosporin; derivatives, in renal failure 
patients, 36 
flucytosine; in renal failure patients, 36 
griseofulvin; in renal failure patients, 36 
hyperalimentation; pediatrics, computer-as- 
sisted, 752 
iron; dextran, injections, i.v., guidelines, total 
dose therapy, 592 
penicillin; derivatives, in renal failure pa- 
tients, 36 
polymyxin; derivatives, in renal failure pa- 
tients, 36 
tetracycline; derivatives, in renal failure pa- 
tients, 36 
Dosage schedules 
chlorpromazine; methodology, pharmacoki- 
netics, 59 
computers; determination, in patients with 
normal and impaired renal function, 67 
diazepam; methodology, pharmacokinetics, 
59 
digitalis; glycosides, reduced toxicity, in pa- 
tients, 855 
digitoxin; toxicity, reduction, in patients, 855 
digoxin; toxicity, reduction, in patients, 855 
lithium; methodology, pharmacokinetics, 59 
nortriptyline; methodology, pharmacokinet- 
ics, 59 
pharmacokinetics; effects, methodology, 59 
procainamide; computers, determination, 
blood level vs. time profiles, in patients, 53 
theophylline; computers, determination, 
blood level vs. time profiles, in patients, 53 
Drug administration 
cephalothin; catheters,’ i.v. vs. small vein 
needles, in incidence of phlebitis, in patients, 
266 
iron; dextran, i.v., guidelines, total dose ther- 
apy, 592 
injections; intravenous, additives, retrograde 
technique, in patients, 740; intravenous, 
contamination, monitoring, 733; intrave- 
nous, refrigerated, effects on body tempera- 
ture, 743 
routes; intravenous, comparison, minibag, 
minibottle and inline burette, 961 
Drug analysis, see Analysis 
Drug distribution systems 
future; effects, pharmacy practice, 677 
unit dose; costs, comparison, adult and pedi- 
atric patients, computerized system, 578; 
delays, medication delivery, study, 574 


plasticizers; 


Drug information 
consultation; pharmacists, and physicians, in 
hospitals, 247 
drug product evaluation program; pharma- 
cists, role, University of Kentucky, 976 
drugs, investigational; pharmacists, role, in 
cancer research hospital, 372 
nurses; consultation, pharmacists, 1057 
patient information; profile, use by pharma- 
cist in detecting potential therapeutic prob- 
lems in ambulatory patients, 348 
patients; ambulatory, pharmacist determina- 
tion of potential therapeutic problems, using 
patient profiles, 348; compliance, effects, 
prescription directions and pharmacist edu- 
cation, 362; coronary, provided by pharma- 
cists, 569; monitoring, by clinical pharma- 
cists, 562 
pharmacists; consultation, community nurses, 
effects on patient care, 1063; effects, on 
patient compliance of label directions, 485; 
staffing, on rotating basis, 399 
prescriptions; patients, compliance, antibiot- 
ic regimens, pharmacist education, 479 
representatives, pharmaceutical; guidelines, 
exhibits and inservice training, in hospital, 
167 
Drug Information Digest, 399, 592 
Drug product evaluation program; drug in- 
formation; pharmacists, role, University of 
Kentucky, 976 
Drug utilization; pharmacists; consultation, 
nurses, drug information, 1057 
Drugs 
new; effects, pharmacy practice, 677 
studies; nomenclature, usage and surveil- 
lance, difference, discussion, 492 
usage; history, and role of pharmacist, 130 
Drugs, adverse reaction 
cyclophosphamide; pigmentation, hands and 
feet, in patient, 1074 
patient information; profile, use by pharma- 
cist in detecting potential therapeutic prob- 
lems in ambulatory patients, 348 
pediatrics; studies, in hematology-oncology 
patients, 968 
Drugs, investigational 
control; pharmacists, role, in research hospi- 
tal, 368 
drug information; pharmacists, role, in cancer 
research hospital, 372; pharmacists, role, 
University of Kentucky drug preduct evalu- 
ation program, 976 
pharmacists, hospital; research, role, single 
and double blind studies, 979 
Drug Therapy Reviews, 780, 889, 990, 1077, 
1226 


Economics 

clinical pharmacy; services, costs, compari- 
son, 3 hospitals, 947 

drugs; costs, in chronic patients, 1048; costs, 
inpatients, per day, methodology, 1179 

hospital pharmacy; charges, per diem system, 
development, 476 

packaging; drugs, program, model, 954 

patient information; profile, decrease, costs, 
duplicate labeling system, discussion, 79 

prescriptions; costs, hospital pharmacy, sur- 
vey, 870 

Editorial, 35, 129, 227, 339, 447, 545, 639, 725, 

831, 931, 1043, 1169 

The ASHP Council on Clinical Pharmacy and 
Therapeutics, 831 

Bioequivalence and drug product selection, 
931 

The Drug Spotlight Program, 339 

Drugs in Health Care, 129 

Farewell and Hello, 545 

The FDA and the pharmacist as an advisor 
on nonprescription drugs, 447 

Fifteen years of the American Hospital For- 
mulary Service, 35 
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Hospital charges for pharmaceutical services, 
1043 


A national program of consumer health edu- 
cation, 227 
The pharmacist as a source of drug informa- 
tion, 725 
Reaffirming the purpose of the Journal, 639 
Reflections on the year past, 1169 
Education 
drug information; pharmacists, role, Univer- 
sity of Kentucky drug production evaluation 
program, 976 
hospital pharmacy; technicians, need for 
management technique in curriculum, 932 
nurses; consultation, pharmacists, effects on 
patient care, 1063; drug information, consul- 
tation, pharmacists, 1057; guidelines, by 
committee, for pharmaceutical representa- 
tives, 167 
patients; cardiac drugs, program, by pharma- 
cists, 569; compliance, role of pharmacist 
and prescription directions, 362; prescrip- 
tions, compliance, antibiotic regimens, role 
of pharmacist, 479; prescriptions, compli- 
ance, effects of label directions, 485 
Education, pharmaceutical 
clinical pharmacists; selection, and evalua- 
tion, 448 
continuing; goals, ASHP, H. A. K. Whitney 
Lecture 1974, 1044; programs, inservice, for 
staff pharmacists, 943; students, participa- 
tion, ASHP Virginia chapter, 866 
drugs; usage, role of pharmacist, 130 
personnel, pharmacy; supportive, i.v. ad- 
mixture training program, 467 
residencies; evaluation, performance, in clini- 
cal setting, 938 
technicians; programs, decentralized training 
in a rural health care system, 272 
Electrolytes 
dosage; pediatrics, computer-assisted, hyper- 
alimentation solutions, 752 
incompatibilities; amino acids, formation of 
calcium-phosphate precipitate, 244 
Elements; trace; hyperalimentation, solutions, 
use, 759 
Elixirs; theophylline; spectrometry, ultravio- 
let, following chromotographic separation, 
183 
Emergency kits; expiration dates; drugs, con- 
trol, magnetic card typewriter system, 375 
Epilepsy; anticonvulsants; therapy, review, 
1170 
Equipment 
injections; intravenous, additives, retrograde 
technique, in patients, 740 
syringes; Cornwall, in hospital pharmacy unit 
dose manufacturing program, 762 
Equipment and Supplies, 186, 409, 602, 788, 
- 1233 
Alsop Engineering Corporation, mixer and 
agitator bulletin, 1233; processing units, 186; 
seitz filters, 1234 
American Sterilizer Company, water stills 
catalog, 409 
Associated Bag Company, reusable unit dose 
bag, 409 
Automatic Business Products Company, Inc., 
warning label system, 1234 
Barnstead Company, still, 186 
Bay Products, Division of American Metal 
Works, Inc., steel bin boxes, 1234 
Bio-Logical Controls, sterile air unit, 1234 
BMR Security Products Corporation, security 
container, 186 
Bonus-Bilt, Inc., security fold-up cart, 186 
Canrad-Hanovia, Inc., disinfection consulting 
service, 788; ultraviolet air sterilizers, 788 
Ecological Systems Corporation, urine screen 
test for heroin, 409 
Gelman Instrument Company, filter holder, 


602 

Harvard Apparatus Company, Inc., Medical 
Division, tubing clamp, 602 

Hassia N. V. Benelux, blister packaging ma- 
chine, 409 

Imanex International, hand-held microscope, 
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Kole Enterprises, Inc., fiberboard storage 
bins, 186 

Lab-Line Instruments, Inc., explosion-proof 
refrigerators and freezers catalog, 186 
Laminar Flow, Inc., air purifiers, 1234 

Maddak, Inc., dosage insert, 1233 

Metropolitan Wire Goods Corporation, utility 
cart, 788 

Millipore Corporation, hospital pharmacy 
manual, 409; membrane filters, 186; water 
‘tester, 188 

MPL, Inc., nebulizer injector, 409 

Multiform Desiccant Products, sterile dehy- 
drator, 788 

Nalgene Labware Division of Nalge Compa- 
ny, polyethylene jerrican, 409 

National Instrument Company, Inc., auto- 
matic cap tightener, 186; bagger, 602; cap- 
ping machine, 602; stainless steel and glass 
syringe, 1233; thermal impulse sealer, 186 
O’Meara Group Ltd., resealable unit dose 
package, 602 

Page-Lite Division Wrightco Corporation, 
prescription visual paging system, 788 
Pennsylvania Crusher Corporation. glass 
compactor, 1234 

Production Equipment Inc., automatic filling, 
capping and labelling system, 602 
Professional Tape Company, Inc., instant 
copy labels, 186 

Sage Instruments, instrument brochure, 186 
Saxon Adhesive Products, Inc., preprinted, 
pressure-sensitive labels and tapes, 409 
Scientific Industries, Inc., self-priming peri- 
staltic pumps, 602 

Shamrock Scientific Specialty Systems, Inc., 
intravenous tubing labels, 602 
Sharples-Stokes Division of Pennwalt Corpo- 
ration, counting and packaging machinery 
bulletin, 409 

Star Tank and Filter Corp.., filter, 1233 

Stokes Division of Pennwalt Corporation, 
vacuum freeze-dryer, 602 

Talos Systems, Inc., communication system, 
186 


Telautograph Corporation, portable trans- 
ceiver, 409 

Vernitron Medical Products, Inc., narcotic 
control cabinets, 788 

Wayne-Ferrell Company, unit dose drug dis- 
tribution system, 409 

Webber Manufacturing Company, storage 
chamber, 602 

Wheaton Medi-Systems, crimping equip- 
ment, 788; oral liquid medication vials, 788; 
safety caps, 788 

Errors, medication 

drug distribution systems; unit dose, delays, 
medication delivery, study, 574 

omission; patients, compliance, antibiotic 
regimens, pharmacist education, 479; pa- 
tients, compliance, effects, prescription di- 
rections and pharmacist education, 362; pa- 
tients, effects of label directions, 485 

patient information; profile, decrease, dupli- 
cate labeling system, discussion, 79 
procainamide; dosage schedules, computer 
determination, blood level vs. time profiles, 
in patients, 53 

theophylline; dosage schedules, computer de- 
termination, blood level vs. time profiles, in 
patients, 53 

Erythromycin; pharmacokinetics; and dosage, 
in renal failure patients, 137 

Ethchlorvynol; toxicity; overdosage, hemodi- 
alysis therapy, in patient, 986 

Ethylene chlorohydrin; toxicity; sterilization, 
residues, hemolytic effects, 684 

Ethylene glycol; toxicity; residues, steriliza- 
tion, residues, hemolytic effects, 684 

Ethylene oxide 

and derivatives; toxicity, hemolytic effects of 
residues, 684 

residues; safety, in animals and human red 
blood cells, 558 

Excretion 


DEC. 1974 


anti-infective agents; in renal failure patients, 
137 
digitalis; glycosides, dosage schedules, in pa- 
tients, 
drugs; lactation, review, in humans, 844 
Expiration dates; emergency kits; drugs, con- 
trol, magnetic card typewriter system, 375 


F 


FIP, see International Pharmaceutical Fed- 
eration 
Flucytosine; dosage; in renal failure patients, 


Flurazepam; rational therapy; discussion, in 
humans, 990 

Forms; radiopharmaceuticals; standards, 165 

Formularies; hospital pharmacy; computers, 
effects, discussion, 281 

Formulary system; hospitals; legal aspects, 
discussion, 86 

Formulations 

hyperalimentation; injections, commercial, 
physio-chemical considerations in selection, 
236 

radiopharmaceuticals; preparation, by cen- 
tralized radiopharmacy service, 158 


G 


Gentamicin; dosage schedules; computers, de- 
termination, in patients with normal and im- 
paired renal function, 67 

Glass 
containers; injections, additives, mixing, 
comparison, polyvinyl chloride, 736; injec- 
tions, i.v., contamination, microbiological, 
comparison, plastic bag systems, 726; pre- 
scriptions, tests for moisture penetration, 
600 


Glycosides 
cardiac; dosage schedules, computers, deter- 
mination, in patients with normal and im- 
paired renal function, 67 
digitalis; dosage schedules, reduced toxicity, 
in patients, 855 
Government Publications, 182, 390, 500, 1222 
Griseofulvin; dosage; in renal failure patients, 
36 
Guidelines 
contamination; injections, additives, surveil- 
lance program in hospital, 340 
drug information; drugs, investigational, in 
cancer research hospital, 372 
patients; monitoring, method for selection, 
clinical pharmacy, 667 
pharmacy; services, evaluations, protocol for 
conducting studies, 657 
representatives, pharmaceutical; 
pharmacy, committee, 167 
utilization review; programs, definition of 
terms and concepts, 648 


hospital 


Health care 

comprehensive; laws, Health Maintenance 
Organization Act of 1973, provisions and 
role of pharmacists, 402 

outpatients; manacement, pharmacist’s role 
in chronic therapy, 254 

patients; chronic, problems, 1048 

pharmacists; role, chronic illness patients, 
1053 

pharmacy; services, quality assurance, rank- 
ing method, 640 

quality; viewpoints, consumers, 664 

rural; education, pharmacy supportive per- 
sonnel, 272 

Health Maintenance Organization Act of 
1973; laws; provisions, and role of pharma- 
cists, discussion, 402 


‘ 
e 


History 

drugs; usage, and role of pharmacist, 130 
pharmacy; practice, future, effects of new 
drugs and distribution systems, 677 

Home health care agencies; nurses; drug in- 
formation, consultation, pharmacists, 1057 

Hospital pharmacy, see Pharmacy, institu- 
tional, hospital 

Hospitals 

infections; nosocomial, control, role of phar- 
macist, 839; nosocomial, surveillance pro- 
gram, 832 

Hours; pharmacists, hospital; 4-day 40-hour 
workweek, advantages and disadvantages, 
discussion, 472 

Hydrocortisone; sodium succinate; sorption, 
containers, plastic, i.v., 72 

Hydrogen ion concentration 

amino acids; hyperalimentation, 
with temperature, 776 

ampicillin; injections, effects, stability, 745 
cephalothin; phlebitis, lack, effects, buffered 
solutions, in patients, 266 

Hyperalimentation 

amino acids; incompatibilities, electrolytes, 
formation of calcium-phosphate precipitate, 
244; stability, commercial solutions, 776 
dosage; pediatrics, computer-assisted, 752 
injections; elements, trace, use, 759; formula- 
tions, commerical, physio-chemical consid- 
erations in selection, 236 

therapy; patients, survey, complications and 
prescribing, 228 

Hypotensive agents; methyldopa; injections, 
incompatibilities, 1076 


changes 


Incompatibilities 

amino acids and electrolytes; precipitates, 
calcium-phosphate, 244 

drugs and plastics; sorption, onto plastic i.v. 
fluid containers, study, 72 

electrolytes and amino acids; precipitates, 
calcium-phosphate, 244 

hyperalimentation; injections, commercial 
formulations, physiochemical considerations 
in selection, 236 

isoproterenol; hydrochloride, and stability, 
discussion, 775 

methyldopa; injections, 1076 

plastics; containers, i.v., leaching of plasticiz- 
ers determined by UV spectrometry, i149 
plastics and drugs; sorption, i.v. fluid con- 
tainers, 72 

Infections 

hospitals; nosocomial, control, role of phar- 
macist, 839; nosocomial, surveillance pro- 
gram, 832 

Injections 

amino acids; incompatibilities, electrolytes, 
|formation of calcium-phosphate precipitate, 
{244 

pmpicillin; stability, effects, hydrogen ion 
‘concentration, 745 

carbenicillin; contamination, particles, com- 
parison of spray dried and lyophilized, pho- 
tomicrographic technique, 1189 

cefazolin; stability, in i.v. solutions, 296 
containers; plastics, leaching of plasticizers, 
149 

contamination; microbiological, surveillance 
program in hospital, 340 

dosage; pediatrics, computer-assisted, hyp- 
eralimenation solutions, 752 
hyperalimentation; formulations, commercial, 
physio-chemical considerations in selection, 
236; therepy, survey, patients, complica- 
tions and prescribing, 228 

intravenous; additives, preparation, training 
program, supportive pharmacy personnel, 
467; additives, retrograde technique, in pa- 
tients, 740; comparison, minibag, minibottle 
and inline burette, 961; containers, plastics, 
sorption, studies, 72; contamination, micro- 
biological, comparison, commercial and hos- 


1244 


pital prepared products, 733; contamination, 
microbiological, comparison, glass bottle 
and plastic bag systems, 726; temperature, 
room, time and energy requirements fol- 
lowing refrigeration, 743 
iron; dextran, i.v., guidelines, total dose ther- 
apy, 592 
methyldopa; incompatibilities, 1076 
pyrogen; tests, limulus, in vitro, 688 
Institutional pharmacy practice, see Phar- 
macy, institutional, hospital 
International Pharmaceutical Federation; 
Rome meeting, report of, 1208 
Inventory 
hospital pharmacy; computers, effects, 175; 
computers, systems, discussion, 281 
Iodides; hyperalimentation; injections, use, 
759 


Iron; dextran; injections, i.v., guidelines, total 
dose therapy, 592 

Isoproterenol; hydrochloride; stability, and 
incompatibilities, discussion, 775 


J 


Journal References, 91, 179, 286, 390, 499, 
606, 697, 786, 895, 1006, 1085, 1220 


K 


Kanamycin; dosage schedules; computers, de- 
termination, in patients with normal and im- 
paired renal function, 67 


L 


Labeling 
computers; hospital pharmacy, effects, 175 
duplicate; patient information, profile sys- 
tem, discussion, 79 
prescriptions; effects, on patient compliance, 
directions, 485 
Lactation; drugs; and mechanism of action, 
review in humans, 844 
Law Notes, 86, 402 
Laws 
formulary system; hospitals, legal aspects, 
discussion, 86 
Health Maintenance Organization Act of 
1973; provisions, and role of pharmacists, 
discussion, 402 
Legislation; Professional Standards Review 
Organizations; implementation, objectives 
and pharmacist’s role, 660 
Letters, 30, 125, 222, 332, 443, 542, 631, 720, 
824, $26, 1035, 1160 
Lidocaine; sorption; containers, plastic i.v., 7< 
Lincomycin; pharmacokinetics; and dosage, 
in renal failure patients, 137 
Linimerts; methyl salicylate; colorimetry, 
1001 
Liquids; methadone; analysis, 1193 
Lithium; dosage schedules; methodology, 
pharmacokinetics, 59 
Lyophilization; carbenicillin; comparison, 
spray drying, effects on particulate contami- 
nation, photomicrographic technique, 1189 


Manganese; 
use, 759 
Manpower 
clinical pharmacists; education, selection and 
evaluation, 448 
clinical pharmacy; equations, for predicting 
staffing patterns, 667; patient information, 
monitoring, based on drug information, 562 
drug information centers; pharmacists, staff- 
ing, on rotating basis, 399 
hospital pharmacy; computers, effects, 175; 


hyperalimentation; injections, 


technicians, attitudes of hospital pharmacy 
directors, 932; questionnaire, job attitudes, 
270 
pharmacists, hospital; hours, 4-day 40-hour 
workweek, advantages and disadvantages, 
discussion, 472 
Marketing; industry, pharmaceutical; discus- 
sion, 
Mechanism of action 
lactation; drugs, in humans, 844 
1,5 pentanedial; sterilization, discussion, 546 
Meeting Dates, 94, 407 
Meetings; pharmacy; attendance, by staff 
pharmacists, part of continuing education 
program, 943 
Metabolism 
anti-infective agents; excretion, in renal fail- 
ure patients, 137 
digitalis; glycosides, dosage schedules, in pa- 
tients, 855 
drugs; lactation, review, in humans, 844 
procainamide; blood levels, dosage schedules, 
effects, computers determination, 53 
prostaglandin; derivatives, 355 
theophylline; blood levels, dosage schedules, 
effects, computer determination, 53 
radioimmunoassay; techniques, analysis, sub- 
stances in biological fluids, 763 
Methadone; analysis; liquids, 1193 
Methodology 
anti-infective agents; resistance, hospitals, 
monitoring, computerized system, 262 
clinical pharmacy; patients, monitoring, se- 
lection, 667 
contamination; injections, additives, surveil - 
lance program in hospital, 340 
dosage schedules; psychotherapeutic agents, 
pharmacokinetics, 59 
drug information; pharmacists, role, Univer- 
sity of Kentucky drug product evaluation 
program, 976 
drugs; costs, per day, inpatients, 1179; stud- 
ies, usage and surveillance, difference, dis- 
cussion, 492 
drugs, investigational; pharmacists, hospital, 
role, single and double blind studies, 979 
injections; intravenous, contamination, com- 
parison, commercial and hospital prepared 
products, 733 
patient information; medical histories; moni- 
toring, by clinical pharmacists, 562 
patients; compliance, effects, prescription di- 
rections and pharmacist education, 362 
pharmacy; services, evaluations, protocol for 
conducting studies, 657 
problem-oriented records; rational therapy, 
pharmacists, approach, discussion, 494 
rational therapy; evaluations, 880 
utilization review; guidelines, definition of 
terms and concepts, 648 
Methohexital; sorption; containers, plastic 
i.v., 72 
Methyl salicylate; 
1001 
Methyldopa; 
1076 
Minerals; trace; hyperalimentation, use, 759 
Mixing; additives; injections, comparison, 
glass and polyvinyl chloride, 736 
Models 
packaging; drugs, economics, 954 
patients; monitoring, equation for selection 
667 
Moisture; tests; containers prescriptions, pen- 
etration, 600 


liniments; colorimetry, 


injections; incompatibilities, 


Neomycin; pharmacokinetics; and dosage, in 
renal failure patients, 139 

New Members, 23, 115, 215, 320, 436, 532, 
623, 716, 811, 918, 1028, 1154 

News, 97, 190, 303, 414, 514, 610, 706, 797, 
898, 1012, 1093, 1235 

Abbott Laboratories, presents award, 514 


Adverse drug reactions, twelve-year index, 
1093 

Alexander, Vance L., appointed, 97 

American Association of Colleges of Pharma- 
cy, pharmacy manpower information proj- 
ect, 1093; sponsors meeting, 900 

American Association for the Advancement of 
Science, internship program, 1237 

American Council on Pharmaceutical Educa- 
tion, appoints director, 799 

American Health Congress—1974, held, 1093 

American Heart Association, hypertension 
drug treatment card, 800 

American Hospital Association, 
meeting, 1238 

American Medical Writers Association, New 
York Chapter, elects treasurer, 1239 

American Pharmaceutical Association, spon- 
sors meeting, 900; names vice-speaker of 
house of delegates, 1236 

American Public Health Association, meet- 
ing, 900 

American Society for Pharmacy Law, formed, 
1237 

American Society of Hospital Pharmacists, 
appointments, 706 

American Society of Hospital Pharmacists 
Research and Education Foundation, 
awards, 1235; special report, 798 

Anderson, George, appointed, 1239 

Ascione, Frank J., appointed, 97 

Aspirin, poison statistics, 899, 1239 

Barker, Kenneth N., appointed, 414 

Beckerman, Joseph H., reappointed, 706 

Bennett, Berkeley V., appointed, 800, 

Bennett, Robert W., honored, 1235 

Benya, Theodore J., appointed, 1235 

Berki, Sylvester E., appointed, 414 

Bertin, Richard J., appointed, 1013 

Berton, Alberta D., elected, 1097 

Billingsley, Len, appointed, 1100 

Bonacci, Anthony C., appointed, 190 

Bowles, Grover C., receives award, 190 

Bradberry, Jack C., appointed, 109& 

Brands, Allan J., honored, 798 

Brown, Ray E., dies, 798 

Bryant, Bobby G., honored, 1235 

Burkle, Wayne, appointed, 1236 

California Society of Hospital Pharmacists, 
meeting, 1014 

Calvert, Jack, appointed, 1016 

Canada, Andrew, appointed, 1012 

Canadian Society of Hospital Pharmacists, 
appoints executive director, 1236 

Case Western Reserve, pharmacy/library de- 
gree, 190 

Catawba Memorial Hospital, grants, 514 

Cavallaro, Liborio F., appointed, 706 

Central Texas Society of Hospital Pharma- 
cists, seminar, 190 

Church, Robert L., appointed, 190 

Coberly, Ronald W., appointed, 610 

Collins, G. Edward, appointed, 97 

Compliance studies, bibliography, 1237 

Cormier, John F., appointed, 1012 

Cote, James, appointed, 97 

Council on Economic Priorities, drug study, 
97 


hospital 


Dauer, Morris, elected, 514 

Davis, Niel M., honored, 1235 

DeBoest, Henry F., dies, 190 

DeFriese, Gordon H., appointed, 414 

DiCello, Carmen A.., receives award, 898 

Dombrowski, Frank P., elected, 1016 

Drug abuse, data and job bank, 190 

Drug advertising, hearings, 900 

Drug Enforcement Administration, publica- 
tions, 1237 

Drug Information Association, officers, 1097 

Drug Information Association/Pharmaceuti- 
cal Computer Systems Association, work- 
shop proceedings, 1097 

Drugs in Health Care, editorial board, 414 

Duncan, Edgar, honored, 612 

Dunphy, Thomas, appointed, 798 

Earl, Murdell C., honored, 1100 

Edwards, Gary, appointed, 1236 
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Edwards, S. Albert, appointed, 1098 

Evans, Ronald P., appointed, 1098 

Flack, Herbert L., honored, 610 

Fortner, Clarence L., appointed, 797 

Freund, R. Gary, receives award, 706 

Georgia Society of Hospital Pharmacists, 
seminar, 1014 

Giuliano, Robert P., recognized, 414 

Gonsalves, Gerald O., appointed, 798 

Greenhow, Elaine, appointed, 610 

Greenlick, Merwyn R., appointed, 414 

Griffin, R. Russell, honored, 706 

Gross, Stephen M., appointed, 514 

Grussing, Paul G., appointed, 190 

Guenther, Ann M.., appointed, 798 

Hawkins, David W., appointed, 1098 

Hayes, Tom, appointed, 414 

Hepler, Charles D., appointed, 414 

Herfindal, Eric T., appointed, 798 

Herrick, James, appointed, 97 

Hethcox, James M., appointed, 190 

Hirschman, Joseph L., appointed, 1012 

Holmstrom, David E., appointed, 190 

Hooper, Morris A., appointed, 514 

Hospital pharmacists, on state boards of 
pharmacy, 797, 1100 

Hospital pharmacy supportive personnel, con- 
ference, 1013 

Hgst-Madsen, Erik, dies 514 

Hurley, Steven C.., joins faculty, 190 

Hutchinson, Richard A., appointed, 514 

Hypertension, treatment card, 800 

Imhoff, Thomas, appointed, 1012, 1236 

Indiana University Radiopharmacy, residen- 
cy, 799 

Jang, Raymond, elected, 1238 

Jeffrey, Louis P., elected, 1236; honored, 797 

Johnson, Richard E., appointed, 414 

Joint Purchasing Corporation, quality control 
program, 1236 

Jones, Fredric E., appointed 798 

Kana, Mark J., appointed, 1235 

Karlstrand, James E., appointed, 414 

Kelly, Allan L., honored, 1235 

Kentucky Society of Hospital Pharmacists, 
meeting, 1014 

Kinnard, William J., elected, 414 

Klevens, Lee, appointed, 1097 

Knight, Joseph L., appointed, 1097 

Knoben, James E., appointed, 1013 

Lazarus, Constantine A., appointed, 610 

Lee, Harland, E., appointed, 898 

Leeds, Alice A., elected, 1097 

Levine, Barbara I., appointed, 610 

Lew, Marvin I., appointed, 97 

Lewis, John R., elected, 1097 

Lindstrom, Frederick, appointed, 610 

Lipman, Arthur G., appointed, 97 

Loan repayment program, HEW, 414 

Mack, Monroe Wilson, appointed, 610 

Mackey, Myrtle, state pharmacy board mem- 
ber, 1100 

Madden, Thomas F., dies, 190 

Mahoney, Charles D., appointed, 303 

McCart, Gary, appointed, 798 

McGahn, William F., appointed, 1016 

McLeod, Donald C., appointed, 514 

Medical College of Georgia, drug information 
center, 1013 

Meister, Fred L., appointed, 190 

Michelson, Paul A., appointed, 1016 

Mid-West Health Congress, pharmacy pro- 
gram, 190 

Miller, Paul J., appointed, 190 

Miller, Robert A., appointed, 1012 

Miller, Robert F., appointed, 97 

Miller, Russell R., appointed, 303, 797 

Minnesota State Pharmaceutical Association, 
public service program, 1093 . 

Muller, Charlotte, appointed, 414 

National Clearinghouse for Poison Control 
Centers, statistics, 899 

National Data Bank of Drug Abuse Preven- 
tion, developed, 1013 

National Formulary, purchased by USP, 898 

National Health Council, publication 800; re- 
ceives grant, 97 


DEC. 1974 


National Institute on Drug Abuse, data bank, 
1013 

National Pharmacy Insurance 
names executive director, 800 

Nestor, William, elected, 1239 

New York State Council of Hospital Pharma- 
cists, assembly, 1014 

Nolan, Michael L., appointed, 706 

Nona, Daniel A., appointed, 799 

Northeastern University, radiopharmaceuti- 
cal degree, 1013 

Ochsner, Robert J., receives certificate, 1014 

PAID Prescriptions, studies, 1236 

Parker, Paul F., elected, 414 

Oregon State University, residency, 610 

Pfau, Lowell R., appointed, 97 

Pharmacy College Admissions Test, devel- 
oped, 1093 

Pharmacy manpower reports, HEW, 610 

Pharmaceutical Manufacturers Association, 
film catalog, 800 

Pietrusco, Robert G., appointed, 1012 

Pike, Maxwell, recognized, 190 

Planning for Hospital Pharmacies, published, 
514 

Project HOPE, moves to land, 706 

Provost, George P., appointed, 706 

Rainone, Michael C., appointed, 97 

Reilly, Mary Jo, appointed, 706 

Roche, grant recipients, 303 

Rogers, Anthony L., appointed, 610 

Roth, Russell B., speaker, 800 

Rubino, Mark, appointed, 1236 

Rucker, T. Donald, appointed, 414 

Sceppa, Joseph M., appointed, 1012 

Scerebini, Eugene E., Jr., appointed, 414 

Schou, Svend Aage, dies, 1093 

Sciarra, John S., appointed, 1239 

Shaw, Donna M., appointed, 1236 

Shinn, Arthur F., appointed, 610 

Shutte, William F., appointed, 1239 

Sister Clara C. McElroy, dies, 610 

Skinner, William J., resigns, 610 

Smith, Mickey C., appointed, 414 

Smith, William E., honored, 1235 

Society of Hospital Pharmacists of Australia, 
presents gifts to ASHP, 303 

Sorkness, Ronald, appointed, 1236 

State University of New York at Buffalo, 
grant, 514; residencies, 414 

St. John’s University Congress, institutional 
pharmacy panel, 414 

St. Louis Society of Pharmacists in Industry, 
seminar, 514 

Stolley, Paul D., appointed, 414 

Stone, Morton, appointed, 610 

Straus, Robert, appointed, 414 

Sumner, Edward, appointed, 100 

Swartz, Allan J., appointed, 1014 

Tanazevich, Alexander, appointed, 97 

Tanja, Jon J., appointed 706 

Teichman, David E., appointed, 516, 708 

Tejani, Behram, appointed, 706 

Texas Tech University, pharmacy school, 
1239 

Thudium, Vern F., appointed, 303 

Tousignaut, Dwight R., appointed, 706; elect- 
ed, 1097 

Tri-State Hospital Assembly, joint meeting, 
1238 

Tuck, Beverly, appointed, 1016 

Turco, Salvatore J., honored, 1235 

University of California—San Francisco, resi- 
dency, 100, 1238 

University of Cincinnati, technician program, 
303 

University of Georgia, conference, 514 

University of Maryland, Pharm. D. program, 
610 

Univeristy of Minnesota, compuger programs 
99; graduate program, 99; clinical 
chief, 610 

University of Wisconsin School of Pharmacy, 
historical marker, 1238 

Upjohn Company, community pharmacy 
project, 1238 


Council, 


‘ 
y 


U.S. Pharmacopeia, drug list for United Mine 
Workers, 800; purchases National Formu- 
lary, 898 

USP-FDA National Coordinating Committee 
on Large Volume Parenterals, research, 303 

Varano, Carmine, elected, 1239 

Virginia Society of Hospital Pharmacists, 
seminar, 1014 

Walsh, Martin, J., appointed 414 

Wanke, Lee A., promoted, 97 

Ward, Earl, dies, 414 

Washington State Society of Hospital Phar- 
macists, seminar, 190 

Wayne State University, establishes college 
of pharmacy and allied health professions, 
303; residency-fellowship, 514 

Weida, Jane D., honored, 1235 

Wertheimer, Albert I., appointed, 414 

West, Bob, elected, 1097 

White, Albert M., appointed, 899 

Wiener, Matthew B., appointed, 1098 

Willson, Charles R., appointed, 414 

Wilson, Richard, appointed, 1236 

Zellmer, William A., appointed, 707 

Zost, Edward D., appointed, 98 

Nitrofurantoin; resistance; determination, 

computerized system, in hospital, 262 

Nomenclature 

drugs; studies, usage and surveillance, differ- 
ence, discussion, 492 

prostaglandin; derivatives, discussion, 355 

utilization review; definition, of terms and 
concepts, 648 

Nortriptyline; 

dosage schedules; methodology pharmacoki- 
netics, 59 

Nurses 

community; pharmacists, consultation, ef- 
fects on patient care, 1063 

drug information; consultation, pharmacists, 
1057 

Nutrition 
amino acids; incompatibilities, electrolytes; 
formation of calcium-phosphate precipitate, 
244 
hyperalimentation; injections, commercial 
formulations, physio-chemical consider- 
ations in selection, 236; therapy, survey, 
quality care, in patients, 228 


Packaging 
drugs; economics, program, model, 954 
prescriptions; containers, test for moisture 
penetration, 600 
unit dose; equipment, Cornwall syringe filling 
unit in hospital pharmacy, 762 
Parenterals, see Injections 
Particles; contamination; carbenicillin, com- 
parison of spray dried and lyophilized, pho- 
tomicrographic technique, 1189 
Patient care 
ambulatory; pharmacists, hospital, mainte- 
nance, role, 254 
evaluations; protocol, for studies to evaluate 
the quality of pharmacy services, 657 
Patient information 
cardiac drugs; programs, coronary drug infor- 
mation provided by pharmacists, 569 
consultation; pharmacists, effects on patient 
compliance of prescription label directions, 
485; prescriptions, antibiotic regimens, 
pharmacist education, 479 
drugs; compliance, effects, prescription direc- 
tions and pharmacist education, 362 
medical histories; costs, comparison, 3 hospi- 
tals, 947; monitoring, based on drug infor- 
mation, 562 
profile; anticoagulants, system, monitoring 
patients with prosthetic heart valves, 258; 
effects, pharmacist detection of potential 
therapeutic errors, in ambulatory patients, 
348; labeling, duplicate, system, discussion, 
79 
Patients 
ambulatory; profile, use by pharmacist in de- 


1246 


termining potential therapeutic problems, 
348 


chronic; health care, problems, 1048; health 
care, role, pharmacists, 1053 

inpatients; costs, drugs, per day, methodolo- 
gy, 1179 

monitoring; selection, prognostic criteria, 667 

prescriptions; compliance, antibiotic regi- 
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Rubifacients; methyl salicylate; liniments, 
colorimetry, 1001 


analysis, 


Safety; injections; intravenous, comparison, 
minibag, minibottle and inline burette, 961 
Sedatives and hypnotics 


DEC. 1974 


ethchlorvynol; overdosage, hemodialysis ther- 
apy, in patient, 986 
methohexital; sorption, containers, plastic 
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